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Message Text 

CONFIDENTIAL 

PAGE 01 DAMASC02II8 3II247Z 
ACTION SY-05 

INEO OCT-OI NEA-IO ISO-00 SYE-00 OC-06 CCO-00 /022 W 

3II248Z 092333/43 

PR3II236ZMAR77 
PM AMEMBASSY DAMASCUS 
TO AMCONSUL KARACHI PRIORITY 
INEO AMEMBASSY ATHENS 
SECSTATE WASHDC 2478 

CONPIDENTIAL DAMASCUS 2118 

KARACHI POR RCO, ATHENS POR TSO, STATE POR A/SY/T 

E.O. 11652: GDS 
TAGS: ACOM ASEC 

SUBJECT: INSTALLATION OP INTRUSION ALARMS 

REF: (A) 76 DAMASCUS 8342, (B) 76 KARACHI 5241, (C) 

76 ATHENS 13066 

TSO KANSAS, TSO ATHENS, IS PRESENTLY IN DAMASCUS TO IN- 
STALL INTRUSION ALARMS IN C&R AREA. CABLE RUNS WILL BE 
THROUGH SAME CONDUIT CONTAINING TELEPHONE AND SIGNAL 
LINES AS AUTHORIZED REPTELS. HOWEVER, CRO HAS JUST 
LEARNED THAT ALARMS WILL REQUIRE 16 VOLTS 
AND 24 VOLTS WITH LOW CURRENT. REQUEST YOUR COMMENTS 
ON DANGER TO TELPHONE AND SIGNAL LINES. 

PLEASE ADVISE ASAP. 

MURPHY 


CONPIDENTIAL 
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